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MEMORANDUM FOR: Deputy Director for Administration 


FROM: Charles A. Briggs 
Inspector General 


‘SUBUECT: Final Progress Report Regarding DCI 
and DDCI's Approval of Recommendations 


of Inspector General Report on the 
Office of Medical Services 


ewe 
Thanks for showing me Bob's report. It is positive, 
complete, and indicates that he found a good bit of our 
inspection report helpful in his new role and used it in 
the spirit intended. I'm pleased and can only wish that 


they would all go like that. 


CharTes A. Briggs 
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